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In explanation of this new system Prof. Woodworth
has submitted the following:
" The possibility of adding to the distance over an
amount dependent on the difference between the two
measurements which will indicate the proportionate size
of a tent gives us what we may call the ' relative size' of
the tent. If the proportions of a tent remained constant,
the difference over could then be taken as the relative size.
Since the distance around always equals or exceeds the
distance over, we may select as standard a tent with these
two measurements equal. The amount to be added to
this to allow for wider and shorter tents is one-fifth of the
difference between the two measurements. Thus a tent
20 X 30 would have a relative size of 22, and should have
a dose equal to that of a tent 22 X 22.
" The adoption of this plan of relative sizes makes it
possible to present a table of dosage in a very simple
form, and to make the adjustments for different degrees
of leakage also very easy.
" In the foregoing table the first column gives the rela-
tive sizes corresponding to the series of doses shown in
the second and third columns suitable for tents having
the average leakage of 25 per cent.
" The adjustment for leakage is equally simple. Oppo-
site each per cent given in the table is the minimum dose.
No matter how small the tree, if a tent leaks 40 per cent,
the dose for purple scale should not be less than 12 oz.
Indeed, it is unwise to attempt to fumigate with a tent
of this degree of leakage except when big enough to hold
a sufficient body of gas without its being too concentrated
at the time of generation for the safety of the tree/'